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Ministry of health and family welfare 

(Department of Health) 

NOTIFICATION 

New Delhi, the 13tb November, 1982 

S.O. 803(E).— In pursuance of clause Civ) of section 2 of the Prevention of 
Food Adulteration Act, 1954 (37 of 1934), the Central Government hereby 
appoints Dr. K. C. Guha, Chief Tehnical Offl er, Central Food Laboratory, 
Calcutta, to perform all or any of the functions of the Director of the said 
Laboratory, under the said Act, with effect from the date of publication of 
this notification in the Official Gazette, 


(No.'P. 15014|I7|82-P.H.(F&N)PFA| 
R. K. SINGHAL, Jt. Secy. 
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